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measuring    62'   3"   in   length   and    32'  6"
in    width,   which   contains    two   cisterns
having  flights  of  steps   leading   down to
their  bottoms.    Along   the  three   sides of
the courtyard  is a cloister 9' 6"  in width,
with  pillars  2'  square   in   front.     In   the
Eastern face of the cloister is an  entrance
gate 4' 9" in width, with a passage of the
same width leading to  the courtyard.   By
the   sides   of   the    cloisters,    the    visitors
pass  over a broad step and   approach the
temple.    The plinth of the temple,  as well
as of the cloisters,  is  raised 3 feet  above
that   of   the   courtyard   and   their   floors
paved with cut stone. The temple is formed
of two bays,  with a portico in front. Each
bay is divided into five parts, each f 6" in
length, from centre to centre of the pillars,
which   measure   4%  feet from the surface
of the floor.   Semi-circular arches have been
turned both longitudinally and transversely
as shown by dotted lines on the plan.   The
construction of the roof is peculiar.    Each
subdivision of the bay forms a square, and
is   separately   roofed   in   by   brackets   or
corbels   placed   over   the   crown    of   the
arches, the upper bracket projecting beyond
the one just below it, thus forming a dome.
The    roof,   therefore,    when  t seen     from
inside,  shows  as    many    domes   as   there